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Coaxial Conductor Systems 
By M. E. STRIEBY 


Carrier Transmission Research Engineer 


Progress in the Laboratories in the development of a new type of cable circuit 
known as “coaxial” has reached the point where it 1s deemed advisable to carry out 
an actual installation in the field in order to obtain experience with such practical 
problems as cannot be explored in the laboratory. Accordingly the American Tele- 
phone and Telegraph Company proposes an experimental installation between 
_ New York and Philadelphia as announced in a recent petition to the Federal 
Communications Commission. A lead-sheathed cable of seven-eighths inch diam- 
eter can be placed in existing cable ducts. As shown below, this cable contains 
two coaxial circuits, one for each direction of transmission, and two ‘quads’ of 
paper-insulated wires for control and signalling. It is hoped that the various 
parts of this experimental cable system can be in place by the first part of 1936. 
Tests of the new coaxial cable under actual operating conditions will be made as 
soon as the installation has been completed. 


ESEARCH sstudies on carrier 
systems are aimed at making 
available more channels on 


greatly decreased by placing the con- 
ductors within the lead sheath of a 
cable, and carrier systems applicable 


each pair of wires. The present stand- 
ard open-wire carrier systems trans- 
mit three telephone conversations in 
each direction on each pair of wires, a 
total of six channels occupying the 
frequency range up to about thirty 
kilocycles. If more channels are im- 
posed on each pair of wires, and the 
upper frequency limit is raised cor- 
respondingly, interference and cross- 
talk become more and more serious 
problems. The interference may be 


to existing cables—although not now 
in use—have been set up which will 
yield about twelve channels on each 
pair of conductors, and require fre- 
quencies up to about 60 kc. Although 
interference from outside the sheath 
is greatly reduced in cable circuits, 
crosstalk between the circuits within 
the cable sheath becomes more and 
more difficult to control as the chan- 
nel frequency is raised. 

In view of this situation, it ap- 


Fig. 1—Coaxial cable which is to be used in the experimental circuit between 
New York and Philadelphia 
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Fig. 2—Two types of Western Electric coaxial conductor which have proved very satis- 
factory under test 


peared that a promising method of in- 
creasing the number of channels that 
could be carried by a single small phys- 
ical structure might be to employ a 
single circuit well shielded from out- 
side interference. A communication 
medium of this type would be suitable 
for frequencies as high as might be de- 
sired, because the protection provided 
against interference by a shield be- 
comes better the higher the frequency. 
An additional advantage of such a 
circuit is that only a single repeater is 
required for the entire group of chan- 
nels, while with a cable, a separate 
repeater is required for each pair of 
conductors. Such a system could be 
provided by using two wires within a 
shield, or the shield itself could be 
employed as one of the conductors. 
The latter form has been termed a 
“coaxial conductor” circuit because of 
the physical arrangement of the wire 
within the shield. 

Starting as far back as 1920, pre- 
liminary consideration was given to 
the possibility of using a single line 
structure of the coaxial type for trans- 
mitting a frequency band extending 
up to something like a million cycles. 
It was recognized that to accomplish 
this result it would be necessary to 
provide, on an economical basis, not 
only a transmission medium capable 
of handling such a wide frequency 
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band, but intermediate repeaters cap- 
able of amplifying the band, prefer- 
ably without splitting it up, and 
terminal apparatus capable of sub- 
dividing the band into individual 
telephone channels without excessive 
wastage of frequency space. It was 
realized later, moreover, that a band of 
the order of a million cycles in width 
would be required for the rendering of 
television of satisfactory definition. 

Study of these problems led Lloyd 
Espenschied and H. A. Affel to the 
conclusion that such broad-band wire 
transmission could be developed in 
practical form with a coaxial structure 
as the line transmission medium. To 
obviate the unduly high attenuation 
that would result at the high fre- 
quencies from losses due to the insu- 
lation, it was proposed that the inner 
conductor be so supported within the 
outer one that the intervening di- 
electric would consist mostly of air. 

The coaxial circuit is by no means 
new; it is in fact a classical form of cir- 
cuit. Since the time of Lord Rayleigh 
in the middle of the last century, the 
transmission properties of coaxial 
circuits have interested mathema- 
ticians and physicists, probably be- 
cause the circular symmetry of such 
circuits led to exact mathematical so- 
lutions for ideal conductors. 

Coaxial lines had, of course, been 
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Fig. 3—f. F. Wentz making experimental 
coaxial conductors on an improvised strand- 
ing machine for preliminary tests 


used at low frequencies particularly 
in the form of submarine cables, and 
the transmission theory of such cables 
had been investigated by John R. 
Carson. More recently a _ rigorous 
treatment of the problems met in the 
practical case of imperfect structures 
was obtained by S. A. Schelkunoff. 

The coaxial structure had also been 
employed at radio frequencies as an 
antenna lead-in, and for this purpose 
had been designed to have largely air 
insulation to minimize high frequency 
losses. None of these earlier applica- 
tions, however, contemplated the use 
of the coaxial circuit in a broad-band 
overland line system, adaptable to the 
needs of multiplex telephony and 
television. Accordingly, a more com- 
prehensive study of a complete co- 
axial system, including line, repeaters, 
and terminal apparatus was under- 
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taken by E. I. Green and engineers 
associated with him. Estimates were 
made of the comparative costs of 
telephone channels derived from such 
a wide-band system and obtained 
from other types of carrier systems, 
and of economical system design. 
One of the first studies in connec- 
tion with this development was to 
determine experimentally how nearly 
a physical coaxial circuit could be 
made to approach the theoretical per- 
formance. For this purpose a rather 
large coaxial line was selected, and 
about two miles of it installed under 
the direction of A. L. Richey at the 
test station near Phoenixville, Penn- 
sylvania. This line consisted of a cop- 
per tube about two and one-half 
inches outside diameter, within which 
was mounted a smaller tube which in 
turn contained a small copper wire. 
Two coaxial circuits were thus made 
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Fig. 4—Alttenuation characteristic of the 
experimental, 2.5-inch, coaxial conductor 
and the 0.3-inch commercial types com- 
pared to that of open-wire and cable circuits 
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available. Transmission measurements 
of various kinds were made, which 
showed that the performance of the 
line could be predicted theoretically 
with remarkable accuracy. 

After some progress had been made 
in the study of the combined line and 
amplifier system, it seemed most 
likely that an even smaller structure 
would prove to be most satisfactory 
for the objective in view. Because of 
the problems of installation, the most 
desirable form of conductor was 
something that could be rolled up on 
drums, hung on poles, and handled 
after the fashion of telephone cables. 
A wide variety of hand-made samples 
were experimented with in a search 
for a suitable structure. An experi- 
mental machine was set up by J. F. 
Wentz in the basement of the Lab- 
oratories and used by him to produce 
sufficient lengths of conductor for 
preliminary tests. Results obtained 
from these samples were so satis- 
factory that the development of 
structural designs was carried forward 
by G. A. Anderegg, W. E. Mougey, 
and others, and various cables were 
produced by the Western Electric 
Company, and used for tests in the 
factory and field. Two types are 
shown in Figure 2. 

The attenuation characteristics of 
these coaxial conductors as compared 
to those of open-wire lines and cables 
are shown in Figure 4. At frequencies 
of the order of a million cycles, the 
attenuation of the 0.3-inch coaxial 
lines is such that repeaters are re- 
quired at intervals of perhaps ten 
miles or even less. Such frequent use 
of repeaters would be impracticable 
were it not for the fact that the re- 
peaters promise to be relatively inex- 
pensive. As now contemplated, a re- 
peater station might consist of a box 
hung on a pole or placed in a manhole 
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Fig. s—K. C. Black with a high-frequency 
repeater developed for coaxial circuits 


in much the same manner as loading 
pots are installed. This means, of 
course, that the repeater must be 
fully automatic—requiring attention 
only at infrequent intervals. Power 
required to operate it will be trans- 
mitted at sixty cycles over the co- 
axial line itself. A single repeater 
amplifies the entire frequency band. 

The attenuation of copper-wire 
lines always varies with temperature 
—overhead lines being perhaps ten 
per cent higher than average on the 
hottest day in summer and ten per 
cent below average on the coldest day 
in winter. On a transcontinental co- 
axial circuit, this variation would 
reach tremendous proportions, and 
even on a circuit from New York to 


325 


i 
i 
| 
| 
ve ‘ 


Fig. 6—R. R. Blair with experimental re- 
peater and automatic control circuits 


Philadelphia, the variation would be 
sufficient to make conversation im- 
possible unless the transmission were 
regulated in some manner. Since 
most of these repeater stations would 
be unattended, their regulation must 
be automatic. 

Various experimental repeaters have 
been built for frequencies as high as 
five million cycles. To obtain the 
necessary gain at these high fre- 
quencies, the tube development group 
was called upon for assistance, and has 
produced many new and useful tubes. 
Due to the large number of repeaters, 
each carrying a large number of 
channels, the principle of feedback 
developed by H. S. Black was em- 
ployed to obtain high stability of 
gain and freedom from distortion. 
Various circuit arrangements have 
been tried out in the laboratory for 
frequency ranges up to as high as five 
thousand kilocycles. One such re- 
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peater, devised by K. C. Black for the 
frequency range of one hundred to 
one thousand kilocycles, is shown in 
Figure 5. It is expected to provide 
amplification and automatic regula- 
tion within a few tenths of a db over 
the entire frequency band for a tem- 
perature range of 120 degrees Fah- 
renheit. The regulation will be se- 
cured with the aid of a one-million- 
cycle signal transmitted over the line, 
and used at each regulator repeater 
to control the gain characteristic. An 
experimental repeater with power 
supply and automatic regulation is 
shown under test in Figure 6. 

A million-cycle coaxial line would 
carry over two hundred voice chan- 
nels. At the sending end of the line, 
conversations from two hundred tele- 
phone lines must be gathered to- 
gether and placed on the single co- 
axial line, and at the receiving end 
these two hundred conversations must 
be separated and sent out over two 
hundred different circuits. The de- 
velopment of modulating and select- 
ing apparatus to perform this function 


Fig. 7—C. L. Weis with a group modulator 
for use in a million-cycle terminal 
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at the two ends of the line was a 
considerable undertaking, but has re- 
sulted in satisfactory working models 
for thousand-kilocycle systems, and 
even for systems of considerably 
higher frequency. 

As with other carrier systems, each 
voice-frequency channel at the send- 
ing end is modulated and so moved 
up in frequency for transmission 
along the line as a high-frequency 
side-band. For the coaxial system, 
however, more than one step of modu- 
lation is employed. In the first step, 
twelve voice-frequency channels are 
moved up to positions one above an- 
other so that they occupy the fre- 
quency range from 60 to 108 kilo- 
cycles—thus allowing four kilocycles 
for each channel. In a million-cycle 
system, twenty such groups would be 
used, nineteen of them modulated a 
second time and raised to successive 
positions one above another—giving 
a top frequency of 1020 kilocycles. 
A group modulator for this second 
step is shown in Figure 7. 

Modulating and filtering circuits 
for such a complicated terminal have 
already been devised and tested in the 
laboratory. For selecting individual 
channels, quartz crystal filters* are 
employed. For selecting groups of 
channels, filters have been provided 
to pass a band 48 kilocycles in width, 
thus including twelve speech chan- 
nels. Terminals designed to provide 
for a five-million cycle system and 
handling over a thousand channels 
have also been studied. Three steps of 
modulation would be employed. Ex- 
perimental apparatus developed by 
A. G. Jensen for such a terminal is 
shown in Figure 8. 

The coaxial line is also well adapted 
for transmitting over long distances 


*REcoRD, Fune, 1935. 
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Fig. 8—A. G.. Fensen with high-frequency 
terminal apparatus and coaxial wiring 


the extremely broad frequency bands 
required for television. Since the fre- 
quency range for high-grade tele- 
vision extends from the neighborhood 
of zero up to a million or more cycles, 
special modulating apparatus is re- 
quired at terminals to lift the entire 
band to a range which can be trans- 
mitted over a coaxial system. 

The introduction of carrier tele- 
phony some fifteen years ago was a 
tremendous step in the extension of 
the frequency range employed for 
transmission purposes. The develop- 
ment of fine-wire long-distance re- 
peater cables decreased the cost of 
facilities but retained the transmission 
of voice frequencies. More recent 
developments of carrier on cable aim 
at the extension of frequency range 
to be transmitted over these long 
distance cables. The development of 
coaxial systems opens a further vista 
of still wider frequency ranges. 
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Projecting Circuit Performance on a Screen 


By F. E. FAIRCHILD 


Toll Transmission Development 


EHIND the high quality of 
telephone toll service available 
to every Bell System subscriber 
is an adequate maintenance program. 
Such a program can be successfully 
carried out by the plant maintenance 
forces only if they are provided with 
suitable tools for the measurement of 
toll circuit performance. These tools 
must be capable of indicating the 
results of the measurements quickly 
and accurately, and they must be 
simple to operate. 
For transmission measurements, 
tools of satisfactory accuracy have 


Fig. 1—A trial installation of the projection 
metering equipment 
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been in use for many years. New de- 
velopments, however, have made it 
possible to provide transmission 
measuring apparatus that is simpler 
to operate and that gives the results 
more rapidly than former apparatus, 
without any decrease in accuracy. One 
such arrangement has recently been 
developed for testing repeaters and 
circuit units. An interesting innova- 
tion is its use of a projection meter— 
the meter scale being projected onto a 
screen at the end of the aisle. The 
testing connections are set up at the 
various repeater bays, from any one 
of which the meter indication may 
easily be seen. The arrangement for a 
trial installation of the projection 
meter at a repeater station in Rich- 
mond, Virginia, is shown in Figure 1. 

In repeater offices, the most im- 
portant measurements required for 
the adequate maintenance of the 
various parts of a toll circuit are 
measurements, all made at 1000 
cycles, of transmission level, of net 
loss of each circuit unit, and of re- 
peater gain and change in gain with 
change in the filament currents of the 
vacuum tubes. The latter test is 
known as a filament activity test, and 
enables the maintenance force to 
know when a vacuum tube is nearing 
the end of its useful life so that it may 
be replaced before the gain falls off 
sufficiently to affect the operation of 
the circuit. Other tests are also re- 
quired from time to time such as 
noise, singing point or return loss 
measurements, and measurements of 
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net loss at frequencies other than 
one thousand cycles. 

At the present time, these tests are 
made from a position at the end of 
each repeater aisle. An oscillator and 
a 6A Transmission Measuring Set are 
installed at these positions, and the 
sending and receiving circuits of the 
measuring circuit are terminated in 
jacks. The manner of making such 
measurements has already been de- 
scribed in the Recorp.* A number of 
testing trunks are run from jacks at 
the test position to jacks at every 
alternate repeater bay. Each repeater 
bay has a jack panel to which are run 
connections from the input and out- 
put terminals of the repeaters. By 
the use of patching cords at the re- 
peater bays, connections may be 
easily made between the test trunks 
and the repeater. 

To make a test such as a repeater 
gain measurement with this earlier 
arrangement, the attendant first con- 
nects the terminals of the repeater to 
two of the testing trunks, with a 
patching cord at the repeater bay. 
He then goes to the test position and 
patches these same test trunks to the 
terminals of the testing apparatus. 

*REcorD, August, 1934, p. 367. 


Following this, a measurement is 
made. If adjustment of the repeater 
gain is necessary, the attendant re- 
turns to the repeater bay, makes the 
adjustment and then makes another 
measurement at the test position. 
This testing and adjusting is oc- 
casionally repeated several times for 
each measurement. During the rou- 
tine check of repeater gains at the 
larger repeater offices, excess walking 
is avoided by employing two men for 
the work. One confines his attentions 
to making patches and operating the 
6A Transmission Measuring Set at the 
test position, while the other makes 
patches and adjusts gains at the re- 
peater bays. 

The new method avoids this walk- 
ing, or the use of a record man, by 
permitting all the work to be done at 
the repeater bays themselves. The 
work is further simplified by using a 
new form of transmission measuring 
apparatus instead of the 6A Set. This 
apparatus is similar in principle to 
that employed with the No. 8 Test 
and Control Board described in the 
Recorp already referred to, and does 
not require the manipulation of keys 
and dials that the 6A Set does. The 
input and output of the repeater are 


SCREEN 
MILLIWATT SENDING 
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TO SIMILAR JACKS 
IN SAME AISLE 


TO SIMILAR JACKS 
IN SAME AISLE 


Fig. 2—Simplified diagram of new arrangement for making transmission measure- 
ments in repeater station 
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merely patched to jacks of the 
measuring set which are located: near 
the repeater and the reading of gain or 
loss in decibels is displayed auto- 
matically on the screen at the end of 
the aisle. 

The testing apparatus comprises 
an oscillator with a distributing cir- 
cuit from which trunks are run to the 
sending jacks; and an amplifier, recti- 
fier, and meter from which trunks are 
run to the receiving jacks. One oscil- 
lator and distributing circuit serves 
for 150 sending-jack appearances in 
the repeater aisles. It is mounted near 
the top of a bay in one of the repeater 
aisles, and requires only occasional 
attention. One receiving circuit is 
generally provided for each aisle. The 
projection meter for each receiving 
circuit is mounted a few feet behind 
the screen at the end of the aisle, and 
the amplifier and rectifier with a 
certain amount of auxiliary equip- 
ment are mounted at the position at 
the end of each aisle which formerly 


Fig. 3—A preliminary model of the projector 
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carried the 6A Measuring Set. About 
once a day the receiving circuit js 
adjusted, but it requires no attention 
while the tests are being made. A 
simplified diagram of the arrange. 

ment is shown in Figure 2. 

Testing jacks generally appear at 
every fifth bay on each side of the 
aisle. Several sending jacks are pro- 
vided at each such appearance, some 
connected through pads, so as to pro- 
vide 1000-cycle sending powers of 
1 milliwatt, and of 10, 20, 30, and 4o 
db below 1 milliwatt. A key IS asso- 
ciated with each receiving jack to 
insert a 10 db pad in the receiving 
circuit and thereby double the range 
of the receiving meter. This makes it 
possible for the system to make trans- 
mission measurements over a range of 
from 15 db above to 5 db below 
1 milliwatt. 

The meter in its electrical charac- 
teristics is similar to that used with 
the No. 8 Test and Control Board 
but differs mechanically to permit its 
being placed in the 
slide holder of the pro- 
jection lantern. Pre- 
liminary models of the 
meter and projector 
are shown in Figures 
3 and 4. The scale and 
back of the case are of 
glass to permit light to 
pass through the meter. 
Because of the heat to 
which the meter is sub- 
jected, it is provided 
with an aluminum case 
with cooling fins on 
each end. In addition 
the projector mounts 
a small fan which pro- 
vides a continuous cir- 
culation of air around 
the meter whenever 
the projector lamp 1s 
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lighted. The regular 
lighting circuit of the 
office furnishes current 
for the lamp through a 
relay controlled by 
contacts in the receiv- 
ing jacks, so that the 
meter is lighted only 
while a test is being 
made. In this way the 
life of the projector 
lamp is conserved, and 
the lighted screen acts 
as a busy signal to show that the test 
circuit of that aisle is in use. 

Where it is desired to make line- 
noise measurements with the pro- 
jection-meter system, one noise am- 
plifier is provided for the entire office. 
This is a device which amplifies and 
weights the individual frequency com- 
ponents of the noise currents so that a 
transmission measuring set connected 
to its output gives a suitable indica- 
tion of the noise on the circuit. Noise 
jacks are provided along with the 
sending and receiving jacks in the re- 
peater aisles. To make a noise meas- 
urement it is necessary only to patch 
the output of the repeater on the 
circuit to one of these noise jacks. 
This automatically connects the noise 
jacks in that aisle to the input of the 


Fig. 4—A model of the meter 


noise amplifier and connects the out- 
put of the noise amplifier to the re- 
ceiving circuit of that aisle. It also 
lights the projector, and the meter 
gives a measurement of the noise on 
the circuit. 

In addition to the uses mentioned 
above, the system has proved to be 
an excellent tool for running down 
poor contacts and troubles in re- 
peaters, since both hands of the at- 
tendant are free for locating the 
trouble, and the meter can be watched 
while the adjustments are being made. 
It may be possible eventually to 
provide suitable auxiliary equipment 
to permit return loss measurements 
to be made with the projection meter 
system. This possibility is being stud- 
ied at the present time. 


The Morris Liebmann Memorial Prize 


has been awarded by the Institute of Radio Engineers to 

FP. B. Llewellyn for his analysis and disclosures of the 

effects and the reactions which occur within vacuum tubes 
at ultra-high frequencies. 
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Recent Advances in Microphonic Research 


By F. S. GOQUCHER 
Research Physicist 


ECAUSE of its importance in 

the telephone art, as well as of 
man’s irrepressible curiosity in 
regard to processes not thoroughly 
understood, the carbon microphone 
has been studied extensively ever 
since the discovery of the remarkable 
microphonic properties of low pres- 
sure contacts over fifty years ago. 
The action of the microphone de- 
pends primarily on minute move- 
ments between carbon particles which 
change the resistance in a current 
path. The current traverses an aggre- 
gate of particles loosely held between 
a diaphragm and the walls of a cell 
containing them. As yet no adequate 
theory of the relation between re- 
sistance change and contact move- 
ment has been established when the 
forces and movements are as small as 
those corresponding to the working 
range of a typical pair of particles in 
the present-day carbon microphone. 
Recent studies made in these Labora- 
tories have, however, thrown a good 
deal of light on their mode of action. 
Some years ago the foundations 
were laid for what we now believe 
will eventually evolve into a satis- 
factory theory. The underlying con- 
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cept of this theory was that the elec- 
trical resistance depends on the con- 
tact area and that a change in area 
arises from the elastic deformation of 
the contact material under pressure. 
Based on the observation that carbon 
surfaces are microscopically rough, 
the theory in its earlier form postu- 
lated a spherical base, on the surface 
of which minute hemispherical hills, 
small in comparison with the contact 
area, participated in the elastic de- 
formation as shown in Figure 1. 
Under compression both the under- 
lying sphere and the hills are de- 
formed, with the result that the 
number of hills in contact is increased 


Fig. 1—Spherical bases, and the hemi- 
spherical hills on their surfaces, are all de- 
formed when contact forces are large 
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and at the same time the areas of 
contact between the hills are en- 
larged. In this case the relation be- 
tween contact force and the resultant 
movement between the particle cen- 
ters is substantially the same as it 
would be if the spheres were smooth. 
When, on the basis of these assump- 
tions, the electrical resistance is cal- 
culated as a function of contact force, 
the resultant relation agrees well with 
experiment for contacts over a wide 
range of force except in the small force 
range—the very range in which con- 
tacts operate in present-day micro- 
phones. In view of the many factors, 
such as gas adsorption and electric 
discharge across gaps, which might 
dominate contact behavior in this 
range, uncertainty in regard to the 
underlying cause of microphonic ac- 
tion in microphones still persisted. 
Studies made in these Labora- 
tories,* which have been partially re- 
counted in the Recorp, eliminated 
many of these uncertainties and sup- 
ported the view that area change 
arising from elastic deformation is the 
primary cause of microphonic action, 
even in the low force range. They in- 
dicated that the difficulty in arriving 
at a quantitative theory lay in a 


*REcorD, August, 1930, p. 566. 


Fig. 2—In this case, under light contact 
force, the hemispherical hills alone are 
deformed 
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failure to make the proper assumption 
in regard to the nature of the surface 
involved in the elastic deformation. 

A new attack on the problem was 
initiated through a study of the rela- 
tionship of force to displacement for 
pressures within the working range. 
By this direct method it was hoped 
to learn more about the nature of the 
surface participating in the elastic de- 
formation. Such studies had never 


Fig. 3—When the hills are of various diam- 

eters, this is what happens when they are 

pressed lightly together. As in Figure 2, 
the bases are undeformed 


been undertaken before, largely be- 
cause of the difficulty involved in 
measuring small displacements be- 
tween contact centers, which, under 
working conditions, are probably less 
than a millionth of a centimeter. We 
have overcome this difficulty by the 
development of apparatus described 
elsewhere in this issue. T 

In general, the experimental rela- 
tionship between contact force and 
the movement between particle cen- 
ters is given by the approximate 
equation F=Kb* where F is the ap- 
plied force, D is the displacement and 
both k and x are constants which de- 
pend on the geometry of the contact 
particles. Studies of a large number of 
microphonic contacts were made cov- 
{By J. R. Haynes, 
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ering the upper limit of the working 
range of contact displacements and 
hence in the region contributing most 
to intelligible speech. The measure- 
ments give values of x that vary some- 
what from contact to contact, but 
which on the average had a value 
about 3. With this fact determined, 
the next step was to discover, if pos- 
sible, the form of contacting surface 
necessary to produce an exponent of 
this value. 

When two smooth elastic spheres 
are pressed together, the exponent in 
the above equation is found to be 1.5, 
a result first calculated by Hertz. The 
exponent has a value greater than 
unity because of the increase in area 
with a consequent increase in stiffness 
as the spheres are pressed together. 
The higher value of our measured 
exponent suggests that we are dealing 
with a number of hills which are ar- 
ranged in such a way that new hills 
are added rapidly under compression. 
Such would be the case if the idealized 
contacts shown in Figure 1 are held 
together with a force so small that 
only a few hills are brought in con- 
tact, as shown in Figure 2. 

As an aid in the interpretation of 
the elastic behavior of such a contact, 
a large scale rubber model was con- 
structed. Hemispheres of equal height 
cut from %-inch rubber balls were 
cemented on the surface of a segment 
of a 31-inch rubber sphere and suit- 
-able arrangements were made for 
measuring the forces applied and the 
displacements resulting when the seg- 
ment was pressed against a flat plate. 
By using a flat plate instead of an- 
other similar contact, the value of the 
exponent is unaffected. As expected, 
the force varied exponentially with 
the displacement, the highest ex- 
ponent 2.5 being obtained when the 
displacements were so small that 
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there was no deformation of the large 
sphere. As the displacements in. 
creased so that the underlying base 
was also deformed, the condition 
holding for the case illustrated jn 


NUMBER OF HILLS ENCOUNTERED IN 
EACH INCREMENT OF DISPLACEMENT 


0.5 1.0 
DISPLACEMENT IN CENTIMETERS X 107 


Fig. 4—The curve AB shows the number of 
new hills encountered as a plane moves into 
a group of hills. When a probability curve 
is fitted to AB, it follows the dashed line 


Figure 1 was approached with a con- 
sequent decrease in the value of the 
exponent. 

The value of exponent 2.5 is much 
nearer the experimental value 3 ob- 
tained with the actual carbon con- 
tacts than is that obtained with 
smooth spheres, but we know that 
hills of exactly equal height would 
not be found on the actual surface. 
Since it would appear that the value 
of the exponent depends only on the 
distribution of heights among the 
spheres and not on the shape or 
nature of the underlying base, an at- 
tempt was made to get a higher ex- 
ponent by cementing hemispheres of 
only approximately equal height on a 
flat base and confining the displace- 
ments to that range which brought 
only those hills into contact which 
had larger than average height, as 


represented in Figure 3. The highest 


Fuly 1935 


| 
\ 
\ 
: \ 
\ 
\ 
; \ 
\ 
\ 


value of the exponent obtained in 
this way was 3.2, a surprisingly good 
agreement with our measured value. 
This, therefore, appeared to be the 
correct concept of the contact surface 
which we were seeking. - 

We were now 1n a position to ana- 
lyze our measurements on carbon 
further. Assuming that hemispherical 
hills act independently, it was a sim- 
ple matter to derive an expression 
showing how the relative number of 
hills encountered varies with com- 
pression for the range of movement 
covered by our measurements. The 
solid line A-B in Figure 4 gives the 
results of our analysis. If we imagine a 
physical plane moving from left to 
right toward the aggregate of hills, it 
will first make contact with the 
highest hill and then gradually touch 
more and more of them. The ordi- 
nates between A and B represent the 
relative number of hills brought into 
contact with each increment of dis- 
placement of the plane. We are 
probably justified in assuming that 
the heights of the hills are distributed 


at random about a mean value. So, as 
the plane approaches, the number of 
hills contacted for each increment of 
movement will increase up to a 
maximum and then decrease. A curve 
representing this relationship can be 
plotted from probability theory; such 
a curve, scaled to fit the experimen- 
tally-determined line a-B is shown by 
the dashed line in Figure 4. It is then 
permissible to assume that the aver- 
age height of the hills is of the same 
order as the displacement of the plane 
between the point where it touches 
the highest hill and the point where 
the dashed curve turns downward. 
Thus the average height is about 
I cm. 

Since this size of hill should be just 
visible under the most powerful micro- 
scope, we have made a microscopic 
analysis of high efficiency micro- 
phonic contacts which are spherical in 
shape and which, therefore, are more 
suitable to this type of study than the 
ordinary particle, which is irregular 
in shape. We find a striking confirma- 
tion of our prediction as to the size of 


Fig. s—A photomicrograph (left) of an actual carbon surface compared with (right) its 
elastic equivalent—a surface covered with rubber hemispheres of random height. The 
white line represents a dimension of about 2.5 X 10~4 cm. on the unmagnified surface 
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the hill. Figure 5 shows a_ photo- 
micrograph of a typical carbon .sur- 
face taken at a magnification of 
2400. The white line represents a 
dimension of 2.5 X10~4 cm. on the 
unmagnified surface. A careful exami- 
nation will show that about Io irregu- 
larities occur within this distance. 
This makes the average diameter of 
hill 2.5 X 10° cm., a result entirely 
consistent with our estimate of the 
average height, since the diameter of 
a hill, as viewed from above, would be 
twice that of the average height, as- 
suming the hills to be hemispherical. 

Although the resolving power of 
our microscope is the highest attain- 
able it is insufficient to enable us to 
carry our observation as far as we 
would like, nevertheless we are justi- 
fied, we believe, on the basis of our 
experiments in assuming that the 
region of contact between two par- 
ticles would look very much as in the 
drawing at the head of this article. 
We have imagined a plane section 
through two particles cutting through 
the contact region at right angles to 
the contact area. The contour of the 


surface is shown in the sectional 
plane as well as a view of some of the 
hills within the contact region beyond 
this plane. The hills are, of course, 
not of equal radius but this assump. 
tion is compatible with the results of 
our analysis, in which the contact 
radius enters into the coefficient of our 
equation and does not affect the 
exponent. 

Calculation based on the elastic be- 
havior of these contact surfaces gives 
a relation between electrical resistance 
and contact force, when certain 
reasonable assumptions are made, 
which agrees reasonably well with 
measured values. This relationship in- 
dicates that the most rapid change in 
resistance with a given change in force 
takes place when the change in the 
number of hills with displacement is 
most rapid. It appears probable that 

we are now working in that range 
which takes full advantage of sur- 
face roughness in our high sen- 
sitivity microphones. This advantage 
is about two to one as compared 
with the result we would expect if the 
microphonic particles were smooth. 
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SERGIUS P. GracE—1875-1935 


Sergius P. Grace, Assistant Vice-President of Bell Telephone Laboratories, died at his 

home in Rye, New York, on Sunday afternoon, Fune 23. Dr. Grace has been asso- 

ciated with the Bell System for thirty-two years. An account of his technical career 
appeared in the Recorn for August, 1933 
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News of the Month 


DR. JEWETT SPEAKS AT M. I. T. 

F. B. Jewerr spoke on The Debt of the 
Electrical Industry to Engineering Edu- 
cation at a symposium held by the 
alumni of Massachusetts Institute of 
Technology during its commencement 
week. The symposium covered present- 
day problems in technical professions, 
trends in technical education and the 
most recent advances in the fields of 
industry. 

Formation of Research Associates of 
the Massachusetts Institute of Tech- 
nology was announced at the alumni 
dinner. Dr. Jewett is one of the twenty- 
four founder members. The purpose of 
this new research organization is to assist 
the Institute financially in extending its 
research program. 


DR. FLETCHER HONORED 
BY COLUMBIA 

THE HONORARY DEGREE Of Doctor of 
Science was conferred on Harvey Fletcher, 
Physical Research Director, by Colum- 
bia University at the annual commence- 
ment exercises on June 4. The degree was 
awarded “‘in recognition of his years of 
scientific enquiry concerning the physical 
nature of speech, music and noise as well 
as the facts of hearing, which enquiries 
have led to important developments in 
the methods and equipment for the 
highest quality of transmission of both 
speech and music.” 


JAPAN HONORS G. W. GILMAN 


THE ORDER OF THE Rising Sun was re- 
cently presented to G. W. Gilman of the 
Transmission Development Department 
by Takejiro Tokonami, Minister of Com- 
munications in Japan. The award was in 
recognition of his cooperative efforts in 
the preparations for radiotelephone serv- 
ice between the United States and Japan. 


[ii] 


At the same time, Mr. Tokonami ex- 
pressed his appreciation of Mrs. Gilman’s 
assistance in these preparations. 

Mr. and Mrs. Gilman were in Japan 
during the year prior to the opening of the 
San Francisco-Tokyo telephone service. 
When they left Japan in December, 1934, 
to visit radio terminal points at Shanghai, 
Bandoeng and Manila before returning to 
the United States via Honolulu they were 
given a formal farewell and many pres- 
ents which included several decorative 
dolls, dwarf plants and other attractive 
items for Mrs. Gilman and a suit of Japa- 
nese armor for Mr. Gilman. 

While in Manila, Mr. Gilman received 
an urgent invitation to stop off in Japan 
for another brief visit on his way back to 
Honolulu. This was ostensibly to discuss 
certain technical problems and Mr. 
Gilman was pleasantly surprised to find 
that the actual purpose was that of award- 
ing him the Order of the Rising Sun. 


NEWS NOTES 


Durinc May H. C. Atkinson, IF. X. 
Rettenmeyer, J. G. Nordahl, J. B. Bishop, 
A. D. Liguori, W. E. Reichle and H. D. 
Wilson visited Washington on various 
radio projects involving various govern- 
ment departments. 

A. R. THompson gave a talk on the 
subject How Can I Find a Good Printer 
at the May meeting of the New York 
Association of Printing Salesmen. Mr. 
Thompson is also the author of an article 
Typography to Order in the June issue of 
PM-A Magazine for Production Managers. 

THE INSTALLATION of a 214A radio 
telephone equipment for the Police De- 
partment of the city of New Rochelle 
was supervised by F. H. McIntosh and 
O. W. Towner. New D-96847 (5 kilo- 
watt) radio transmitting equipments were 
installed under the supervision of Mr. 
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Gifts being presented to Mr. and Mrs. G. W. Gilman for services in Fapan. Left to 
right, T. Tokonami, Minister of Communications, Mr. and Mrs. Gilman and T. 
Kajit, Director-General of Engineering 


McIntosh for the Minnesota Broadcast- 
ing Company, Minneapolis, and of Mr. 
Towner for the Midland Broadcasting 
Company, Kansas City. 

THE INSTALLATION of a 309A (100 
watt) police radio transmitting equipment 
for the city of New Haven was supervised 
by R. H. Lindsay and A. A. Skene. 

AT THE SPRING convention of the Soci- 
ety of Motion Picture Engineers held in 
Hollywood, May 20 to 24, the following 
papers were presented: Flutter in Sound 
Records by T. E. Shea, W. A. MacNair and 
V. Subrizi; Non-Uniformity in Photo- 
graphic Development by J. Crabtree; and 
two papers by EF. C. Wente on Modern 
Instruments for Acoustical Studies and 
Principles of Measurements of Room 
Acoustics. The paper by M. F. Jameson 
on The Photoelectric Cell and Its Use in 
Sound Motion Pictures originally sched- 
uled for presentation at this convention 
was not delivered but will be published 
in the Journal of the Society. 

J. Crabtree, O. M. Glunt, W. A. Mac- 
Nair, H. Pfannenstiehl and E. C. Wente 
attended the convention. 

P. E. Bucu and G. W. Fo.kner visited 
Hawthorne, the former on the develop- 
ment of relays of a special type and the 
latter on various manufacturing problems 
connected with telephone dials. 
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G. Q. LumspEN recently visited Indian- 
apolis to conduct experimental treatments 
on pole sections to be placed under obser- 
vation in test plots. 

J. A. Carr, at Point Breeze, witnessed 
the stranding of a test length of lead- 
covered self-supporting cable of the type 
to be used in a field trial on the Worcester- 
Fitchburg line. 

C. H. Amapon was in New Haven for 
consultation with representatives of the 
Southern New England Telephone Com- 
pany on improved methods for inspection 
of creosoted southern pine poles in service. 

H. S. Biack has been awarded the na- 
tional prize by the American Institute of 
Electrical Engineers for the best paper 
on theory and research presented during 


H. 8S. Hamilton H.S. Black 
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1934. His paper, en- 
titled Stabilized Feed- 
back Amplifiers, was 
presented before the 
winter convention and 
published in the In- 
stitute’s journal, E/ec- 
trical Engineering, for 
January, 1934. 

H. A. R. W. 
Cuestnut and R. H. 
Mitts received honor- 
able mention in the 
“engineering practice” 
group for their paper entitled Auditory 
Perspective— Transmission Lines. This 
paper was presented at the A. I. EF. F. 
winter convention and was published in 
the January, 1934, issue of Electrical 
Engineering. 

H. S. Haminron received honorable 
mention in the “initial paper” group for 
his paper Wide-Band Open-Wire Program 
System presented at the Pacific Coast 
convention and published in Electrical 
Engineering for April, 1934. 

S. R. Kine and C. C. HipKins were at 
Point Breeze on problems of finishes for 
building cable terminals. Mr. King also 
discussed with engineers problems con- 
nected with the manufacture of 98A pro- 
tectors and F-type cable terminals. 

THE INSTALLATION OF corrosion-pro- 
tected cable at South Amboy was ob- 
served by L. S. Ford, J. G. Brearley and 
R. Pope with A. Paone of the A. T. and 
T. Company. 

H. A. LarLeeE spent several days at 
Hawthorne studying station handsets. 

E. W. Concer and FE. Graunas were 
at Hawthorne to study the manufacture 
of handset transmitters. 

J. H. Incmanson visited Point Breeze 
in connection with studies being made on 
rubber-covered wire. 

G. T. Kouman and E. J. Murpny in- 
spected special equipment for studying 
dielectrics at the laboratories of the 
Socony-Vacuum Oil Company at Pauls- 
boro, New Jersey. 

P. NEILL attended a survey conference 
on switchboard plugs held at Hawthorne. 
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H. A. Affel 


R. W. Chestnut 


R. H. Mills 


H. E. Van Sicien, at the New York 
repair shop of the Western Electric Com- 
pany, studied their finishing problems 
and methods. 

L. A. Wooren visited the Leeds and 
Northrup Company in Philadelphia in 
connection with the development of new 
analytical apparatus. 

N. E. Sowers and R. C. SHaw spoke 
on Ultra-Short-Wave Amplifiers at a meet- 
ing of the Radio Colloquium at the Deal 
Laboratories. 

H. E. Ives has recently been appointed 
an honorary fellow for research in color 
science by the Fogg Art Museum of 
Harvard University. 

F. T. Forster discussed storage bat- 
tery problems with engineers of the 
Electric Storage Battery Company at 
Philadelphia. 

V. T. CaLtaHan observed the testing 
and installation of the automatic gasoline- 
engine-driven generator at Winder, 
Georgia. 

H. T. LancaBeEer was in Winder and 
in Lavonia, Georgia, investigating power 
plant equipment. 

F. F. Srespert visited West Lynn in 
connection with commercial machines for 
charging storage batteries. 

J. L. Larew inspected power equip- 
ment for coaxial cable at Princeton and 
Philadelphia. 

H. M. Spicer discussed motor-driven 
switches for emergency cells with engi- 
neers of the Albert and J. M. Anderson 
Manufacturing Company in Boston. 


W. A. MacMaster and W. H. Ben- 
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pERNAGEL visited the Lawrenceville trans- 
mitting station of the transatlantic radio- 
telephone service in connection with mod- 
ification of the voice-frequency equip- 
ment for a trial of voice control of the 
radio-frequency carrier. 

D. F. Jounsron has been in Chicago 
investigating noise conditions in various 
central offices. 

F. W. Reynotps spoke on Telepho- 
tography before the Orange Camera Club 
on June 8. 

R. D. Parker and FE. F. Watson were 
in Washington from May 27 to 29 in con- 
nection with a hearing before the Federal 
Communications Commission. 

R. L. Taytor and C. C. Munro visited 
the repeater station at Charlotte during 
the early part of May to test certain 
effects upon voice-frequency telegraph. 
Additional tests were made of the effects 
upon noise on cable and open-wire lines of 
grounding phantom coils. 

J. Mattetr visited the Long Lines test 
station at Phoenixville in connection with 
tests involving the continuous recording 
of static levels at five kilocycles and one 
hundred kilocycles. 

On May 17 H. A. Affel, A. G. Chap- 
man, A. B. Clark and R. G. McCurdy 
visited the field laboratory at Phcenixville 


BERGER 


on ‘fune 29 completed 
thirty years of service in 
the Bell System 
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S. F. BuTLER 
on ‘Fune 19 completed 
thirty-five years of service 
in the Bell System 


and inspected the progress there of in- 
vestigations on the transmission proper- 
ties of open-wire lines at high frequencies. 
H. H. Benning, C. O. Cross, M. T. Dow, 
FE. D. Guernsey, J. H. Shuhart and L. F. 
Staehler, who are now stationed at 
Phoenixville, are carrying on these studies. 

K. E. Goutp and W. L. Garnes spent 
the month of May near Savannah, con- 
ducting tests of mutual impedance be- 
tween grounded circuits under transient 
conditions, and also under steady-state 
alternating current conditions. George 
Wascheck collaborated in the latter tests 
and also conducted in the same locality 
and at several other points in Georgia, 
tests of earth resistivity, utilizing a direct 
current method. L. P. Ferris and H. M. 
Trueblood made a trip to Savannah the 
last week in May in connection with 
these experiments. 

R. K. Honaman and L. L. Lockrow 
spent several days in Knoxville with 
O. J. Huie and W. C. White of the 
Southern Bell Company, and E. E. 
George of the Tennessee Electric Power 
Company. They were present at a trial of 
neutralizing transformers to protect cir- 
cuits leased from the telephone company 
for connection with power stations. 

CooRDINATED INDUCTION tests on the 
freight electrification of the 
Pennsylvania Railroad in Po- 
tomac Yards, Virginia, were 
conducted by K. L. Maurer, 
W. W. Sturdy, E. A. Potter, 
and V. A. Douglas. The tests 
were made jointly with repre- 
sentatives of the Pennsylvania 
Railroad, the Western Union 
Telegraph Company and the 
Chesapeake and Potomac Tele- 
phone Company of Virginia. 

R. J. HEFFNER attended the 
sixteenth annual Industrial 
Conference held at Pennsyl- 
vania State College on May to. 

THE viITAMIN B, exhibit at 
the Atlantic City convention 
of the American Medical Asso- 
ciation, described on page 342 
of this issue, was awarded a 
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At Phenixville where investigations are being made on noise in open-wire circuits 

at high frequencies. Left to right, A. G. Chapman, C. H. Gorman, Fr., E. D. 

Guernsey, H. H. Benning, F. H. Shuhart, R. G. McCurdy, M. T. Dow, L. F. 
Staehler and A. B. Clark 


special certificate of merit as a Scientific 
Group Exhibit. C. D. Hanscom, assisted 
by B. A. Clarke and Fred Frampton, ar- 
ranged the exhibit and supervised its 
installation in Atlantic City. 

THE LABORATORIES was represented 
in interference proceedings in Washington 
by W. C. Kiesel before the Primary Ex- 
aminer and by J. W. Schmied before the 
Board of Appeals. 

G. M. Campse_t appeared before the 
Court of Customs and Patent Appeals in 
Washington. 

R. O. Covet attended a hearing be- 
fore the Board of Appeals on the final re- 
jection of an application for patent. 

_Durinc THE month of June, several 
members of the Laboratories received 
four-star service emblems,  signalizing 
their completion of twenty years of serv- 
ice in the Bell System. In the Research 
Department, S. D. Morrison received his 
button on the fourteenth, J. T. L. Brown 
on the twenty-eighth and I. E. Cole on the 
thirtieth. In the Systems Development 
Department, J. R. Fry received his on the 
sixteenth and A. Tradup on the twenty- 
third. In the Transmission Development 
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Department, H. B. Coxhead received his 
emblem on the sixth and Mrs. Sallie P. 
Mead on the fourteenth. S. H. Willard of 
the Plant Department completed twenty 
years’ service with the Bell System on 
the ninth of June. 

I. W. Green, who completed thirty 
years of service in the Bell System on June 
26, graduated in applied electricity from 
Pratt Institute in 1905. He immediately 
joined the New York and New Jersey 
Telephone Company in the Brooklyn 
office and engaged in the engineering in- 
spection of plant materials. When this 
company was merged with the New York 
Telephone Company in 1906 he was 
transferred to the Engineering Depart- 
ment in New York City and assigned to 
the inspection of completed construction 
projects, and field studies of the protec- 
tion of underground plant against elec- 
trolysis. Later he assisted in inductive 
coordination studies in Northern New 
Jersey in cooperation with engineers of 
the American Telephone and Telegraph 
Company and the power companies. Mr. 
Green’s duties were soon expanded to in- 
clude engineering work in avoiding paral- 
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lels and crossings between 
telephone and power lines. In 
1920 he left the New York 
Company and joined the De- 
partment of Development and 
Research of the American 
Telephone and Telegraph 
Company on station equip- 
ment development work. To 
this was added in 1930 the 
work of handling the relations 
with inventors outside of the 
Bell System and the study of 
their inventions and sugges- 
tions for possible Bell System 
use. When the D. and R. De- 
partment was combined with 
the Laboratories in March, 
1934, Mr. Green continued his former 
work as Station Instrumentalities Engi- 
neer in the Apparatus Development De- 
partment. 

J. G. Breartey, who completed a 
quarter century of service in the Bell 
System on the twentieth of last month, 
joined the New York Company in 1g1o 
immediately after graduating from Drexel 
Institute. Until 1918 he was in the outside 
plant group of the Engineering Depart- 
ment. He left to enter the submarine 
service of the United States Navy during 
the latter part of the War. Returning to 
the New York Company in February, 
1920, he joined the equipment engineering 
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F. G. Brearley 


I. W. Green 


R. E. Peoples 


group and was primarily concerned with 
the introduction and installation of the 
dial system in the New York area. He 
continued this work until 1929 when he 
came to the Laboratories in the Outside 
Plant Department on cable development 
work. He has been particularly interested 
in lead-calcium sheath cables and was 
in charge of the trial installation 
of this type of cable at the Chester lab- 
oratory. In April, 1934, Mr. Brearley 
transferred to the Field Studies and Re- 
quirements group on cable practices. 

ON THE TWENTY-SEVENTH of last month 
Irving C. Pettit completed a quarter cen- 
tury of service in the Western Electric 
Company and the Labora- 
tories. He graduated from 
Cornell in 1903 with the degree 
of M.E. in electrical engineer- 
ing. He spent the summer of 
1906 in the Physical Labora- 
tories of the Western Electric 
Company investigating vari- 
ous magnetic materials for use 
in relays. He left to become an 
instructor in engineering for 
his alma mater, returning to 
the Physical Laboratories in 
1910, continuing his work on 
magnetic materials which has 
occupied him almost contin- 
uously since. Among his ac- 
tivities have been early meas- 
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urements on the nickel-iron alloys; the 
application of silicon steel to repeating 
coils and relays; the design of permanent 
magnets for telephone receivers; and the 
application of nickel-iron alloys to the 
continuous loading of submarine cable. 
He also participated in the early de- 
velopment work which resulted in the 
standardization of the porcelain protector 
block. Within recent years, in the Ma- 
terials Development group, Mr. Pettit 
has been responsible for tests and speci- 
fications of ductile magnetic materials; 
for studies of the large number of new 
magnetic materials which have been in- 
vented in the Laboratories and elsewhere, 
and for the recommendation to design 
groups for incorporation into telephone 
apparatus. 

On June 1, R. E. Peoples completed 
twenty-five years of service in the 
Western Electric Company and the Lab- 
oratories. He received his technical train- 
ing at Lewis Institute and joined the 
drafting group of the Engineering De- 
partment of the Western Electric Com- 
pany at Hawthorne in 1909. There he re- 
mained until 1919, when he transferred to 
West Street. During this time, with the 
exception of a short absence in 1912, Mr. 
Peoples specialized on central office cir- 
cuit drafting. Upon coming to New York 
he has spent sixteen years in the circuit 
development group, of which the first four 
years were spent on designing various 
types of selector circuits for the panel dial 
system. The last twelve have been spent 
designing test circuits for panel systems. 


MEMBERS’ THE 
learned with regret of the sudden death 
of Mrs. Frances Kenney Leland on June 
1. Mrs. Leland joined the clerical staf of 
the drafting and specifications section of 
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Mrs. F. K. Leland 


the Apparatus Development Department 
in January, 1929. She had been engaged 
in clerical work in connection with manu- 
facturing drawings received from the 
Western Electric Company. 

T. E. Suea attended the annual Aero- 
nautical Engineering Research conference 
at Langley Field, Virginia. 

THE PHOTOGRAPH of coaxial conductors 
which is reproduced on the first page of 
this issue of the Recorp was made by 
C. N. Nebel. 

J. F. Morrison made a field intensity 
survey of station WOR for the Bam- 
berger Broadcasting Service, Inc. 


‘ 


Measuring Displacements of 


Microphone Contacts 


By J. R. HAYNES 
Physical Research 


ESEARCHES into the nature 
of microphonic action have re- 
quired the development of 

apparatus for measuring extremely 
small displacements. In a microphone 
the greatest movement between con- 
tacts rarely exceeds a millionth of a 
centimeter, and it was felt necessary, 
therefore, to be able to measure dis- 
placements of about a hundredth of 
this amount, or a hundred-millionth 
of a centimeter—approximately the 
diameter of the hydrogen atom. In 
addition, provision had to be made for 
applying and measuring forces of the 
order of a dyne—less than two ten- 
millionths of an ounce. The apparatus 
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provided, which has been successfully 
employed in the studies described in 
an accompanying article,* is shown 
in the illustration above. 

The measurement of displacement 
involves, of course, the measurement 
of length. With the unaided eye and a 
suitable scale, length may be meas- 
ured to a hundredth of a centimeter. 
By use of a modern high-power 
microscope, this limit of measure- 
ment may be extended to a hundred- 
thousandth of a centimeter, while 
with an interferometer, motions as 
small as a millionth of a centimeter 
can be detected. When still smaller 

*By F. S. Goucher, p. 332. 
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displacements must be measured, an 
arrangement of electrical apparatus 
called an ultra-micrometer is usually 
employed to advantage. 

The first instrument of this type 
was developed by Whiddington, and 
since then many ultra-micrometers 
have been built differing from the 
original only in certain details. While 
the instrument developed for micro- 
phone studies is like the others in 
principle, it differs in uniting a con- 
tinuous reading of displacement with 
the highest sensitivity—two necessary 
requirements for microphone research, 
which have been more or less incom- 
patible with the earlier apparatus that 
has been built. 

An ultra-micrometer measures dis- 
placement indirectly by measuring 
the change in frequency of an oscil- 
lating circuit. The frequency of this 
circuit depends on the capacitance of 
a small air condenser that has one 
fixed plate and one plate that is at- 
tached to the object whose movement 
is to be studied. The arrangement is 
shown diagrammatically in Figure 1. 
As the object under test is moved, the 
spacing between the condenser plates 
is changed a like amount, and since 
the capacitance of a condenser is in- 
versely proportional to the separation 
of its plates, the frequency of the 
circuit will also be changed. 


ATTACHED 
t 
J 
| OSCILLATOR 
AND 
L FREQUENCY 
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Fig. 1—In the ultra-micrometer one plate of 
an air condenser moves with the object 
under test 
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The actual percentage change in 
resonance frequency of an oscillating 
circuit for very small variations js 
one-half of the percentage change in 
the capacitance of the condenser, and 
thus of the percentage change in 
spacing of the condenser plates. To 
procure a comparatively large change 


VOLTAGE INDUCED IN TUNED CIRCUIT 


FREQUENCY OF OSCILLATOR 


Fig. 2—When an oscillating circuit, upper 

right, is brought near a source of changing 

frequency, the voltage across the condenser 
changes according to the curve ABC 


in frequency with a small displace- 
ment, therefore, it is necessary only 
to make the separation of the plates 
of the adjustable condenser very 
small. If, for example, the separation 
of the condenser plates were 10° 
cm., a displacement of 10~* cm. would 
result in a one per cent change in 
capacitance and a 0.5 per cent change 
in frequency—a change that can 
readily be measured. The difficulty in 
measuring a displacement, or change 
in length, depends on its magnitude, 
while the difficulty in measuring a 
change in frequency depends not on 
the magnitude of the change but on 
that of the percentage change. The 
ultra-micrometer takes advantage of 
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this fact, and by substituting a 
measurement of frequency change for 
one of displacement, gains greatly in 
sensitivity. 

This principle is common to all 
ultra-micrometers—the various types 
differing only in their method of 
measuring the change of frequency 
produced by the displacement. The 
high sensitivity of the Laboratories’ 
apparatus is obtained by employing 
a tuned circuit to detect the change in 
frequency. When a tuned circuit con- 
sisting of a capacitance and induc- 
tance in parallel—as shown at the 
upper right of Figure 2—is brought 
near an oscillator whose frequency is 
changing, the voltage across the con- 
denser varies as indicated by the 
curve of this illustration. Such an ar- 
rangement is commonly called a wave 
meter. Over the section from A to B, a 
very small change in frequency will 
produce a relatively large change in 
voltage. The slope of the curve from 
A to B depends on the design of the 
oscillating circuit, and has been made 


very steep in the apparatus employed 
for the microphonic studies. 

A galvanometer is provided for 
measuring the voltage of the auxiliary 
oscillating circuit. The deflection of 
the galvanometer beam, which meas- 
ures the displacement of the contact, 
may be watched continuously, or a 
potentiometer in conjunction with the 
galvanometer may be used for read- 
ing comparatively large displace- 
ments. The potentiometer is adjusted 
until the galvanometer deflection is 
brought back to zero, and the reading 
of the potentiometer is then a measure 
of the displacement. 

The complete measuring apparatus 
thus comprises three units: an oscil- 
lator, a wave meter, and a potenti- 
ometer. The circuit is shown in 
Figure 3. The oscillator has a nominal 
frequency of 2000 kc, and a is the 
parallel plate condenser that slightly 
changes this frequency in accordance 
with the displacement of the contact. 
B is a small adjustable condenser em- 
ployed to change the frequency of the 
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Fig. 3—Schematic circuit of Laboratories’ ultra-micrometer 
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oscillator so that it 
falls on the steepest 
part of the wave meter 
curve of Figure 2. The 
voltage across the 
tuned circuit of the 
wave meter is rectified 
and amplified by a 
vacuum tube, and de- 
livered to the termi- 
nals of a milliammeter. 
The potentiometer cir- 
cuit is also connected 

across the terminals of 
this meter and by 
measuring the voltage 
across it gives a meas- 
ure of the displacement 
of the contact. 

The arrangement of 
the associated me- 
chanical system used 
in the study of microphone contacts is 
shown in Figure 4. A rod, rR, supported 
horizontally by springs s, carries on 
one end a carbon granule serving as 
the moving element of the contact 
under study, and on the other end, the 
movable plate of the condenser used 
to measure the displacement. A 
carbon plate, serving as the fixed 
element of the contact, is fastened to 
the shaft of a micrometer M2, by 
means of which it is brought into 
contact with the granule. A similar 


Fig. § 
case carrying the major part of the apparatus at the left, the 
potentiometer and accessory meters on the bench at the right 


Set-up of ultra-micrometer showing heavy suspended 


micrometer opposite the other end of 
R carries the fixed plate of the con- 
denser and allows the spacing of the 
plates to be adjusted. 

Force is applied to the contact 
electrostatically through the conden- 
ser C2. One plate of this condenser is 
mounted on the rod at the end carry- 
ing the contact, and the other plate is 
fastened to the micrometer shaft 
carrying the fixed carbon plate. The 
dimensions of the condenser are such 
that 200 volts applied to it produces 


Cy 


C2 CONTACT 


Fig. 4—Simplified diagram indicating major mechanical features of ultra-micrometer 
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DISPLACEMENT IN CENTIMETERS X 1075 


Fig. 6—Calibration curve of ultra-microm- 

eter in terms of potentiometer reading. For 

microphone contact studies only a small 
section of the curve is employed 


a force of 10 dynes on the contact. By 
this means exceedingly small forces 
may be applied to the contact without 
the production of heat or hysteresis 
effects which usually exist with other 
methods. 

The cylinder p attached to the rod 
is immersed in castor oil to damp out 
mechanical vibration, and the entire 
mechanical system is carefully com- 
pensated for thermal expansions. The 
apparatus set up for measurement is 
shown in Figure 5. The mechanical 
system and its associated electrical 
apparatus including the galvanom- 
eter are mounted in a brass case sup- 
ported by a delicate spring suspen- 
sion. For protection from acoustical 
shock the entire apparatus is sur- 
rounded by a heavy lead case which 
has a heavy glass window at one end 
to allow the beam of light from the 
galvanometer to fall on a scale at- 
tached to the wall. Ports are also 
provided at each end of the container 
to permit adjustment of the appa- 
ratus without removal of the lead 
cover. The apparatus with one side of 
the casing removed is shown in the 
illustration at the head of this article. 
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Calibration of the ultra-micrometer 
is easily accomplished. The stiffness of 
the springs is known. When the fixed 
contact is moved back and a known 
force is applied to the rod through the 
condenser C2, therefore, the rod is 
displaced a definite amount according 
to Hookes’ law. For each applied 
force the displacement can be calcu- 
lated, and the corresponding poten- 
tiometer reading recorded. A plot of 
these potentiometer readings against 
displacements gives a calibration. A 
typical curve is shown in Figure 6. 
With such a curve available, the dis- 
placement during a contact study is 
determined from the potentiometer, 
and the force, from the voltage ap- 
plied to the condenser c». 

Since the greatest displacements 
between microphone contacts is about 
I X10 cm., a nearly linear relation- 
ship between voltage and displace- 
ment may be obtained by choosing a 


35 

30 
1 
X25 

7 

YZ 
w Si, 
20 
w 
z 
515 
WwW 
= 
w 
a 
a 10 
fa) 

5 

re) 2 4 6 8 10 


FORCE IN DYNES 


Fig. 7—Typical force—displacement char- 
acteristic of a carbon contact 
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suitable position on the calibration 
curve. It is thus possible to use the 
deflection of the galvanometer rather 
than the potentiometer reading as a 
measure of extremely small displace- 
ments. It was found that the sensi- 
tivity of the instrument could be 
made such that a displacement of 
1X10 § cm. moved the spot of light 
from the galvanometer one inch on 
the wall scale. This is a magnification 
of 250 million times. 

The precision of the apparatus and 
its method of use are illustrated by 


the graph of Figure 7. This shows, 


for one particular contact, the rela. 
tionship between displacement and 
force on the contact as the force js in. 
creased from zero to nearly ten dynes 
and then decreased to zero. The maxi- 
mum displacement was a little over 
three one-millionths of a centimeter, 
but the apparatus was able to detect a 
difference in displacement at decreas- 
ing and increasing force as small as 
three one-hundred millionths of a 
centimeter—the displacement for the 
same force being slightly higher when 
the force is decreasing, than when it is 
increasing. 


Vitamin B, Exhibit at Medical Convention 


The preparation of vitamin B,, its structural chemistry, 
physiological effects and medical uses were shown in a 
Scientific Group Exhibit at the recent convention of the 
American Medical Association in Atlantic City. The work 
portrayed represents the efforts of a group under the leader- 
ship of R. R. Williams of the Laboratories. Among others, 
R. E. Waterman of the Laboratories participated over a 
period of ten years in the isolation of the vitamin and the 
study of its physiological effects. The principal partici- 
pants with Dr. Williams in the work in chemical structure 
were Drs. H. T. Clarke and E. R. Buchman of Columbia 
University. In this phase, A. E. Ruehle of the Labora- 
tories also had a part. Dr. M. G. Vorhaus had charge of the 
experiments regarding clinical applications. The results of 
this work on vitamin B, indicate usefulness in the treat- 

ment of diabetes and particularly of neuritis. 
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Short-Wave Programs for Waldost Guests 


By H. T. BUDENBOM 
Radio Development 


INCE its opening some four 
Ss ago, the new Waldorf- 

Astoria Hotel has provided ra- 
dio broadcast programs for its guests 
in over two thousand rooms. A hori- 
zontal antenna, suspended between 
towers forty-seven stories above the 
street, is connected to high-quality 
Western Electric receivers on the 
sixth floor, from which point the pro- 
grams are distributed over a building- 
wide network developed by the Lab- 
oratories. This system has already 
been described in the Recorp*. Since 
the Waldorf enjoys an international 
reputation, and attracts many for- 
eign guests, the management felt it 
would be desirable to make available 
to them radio programs broadcast on 
short waves from their own countries, 
in addition to our local broadcasts. 

*Recorp, February, 1932, p. 187. 
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Moreover, the increasing general in- 
terest in short-wave reception would 
make the availability of short-wave 
programs an attractive feature for 
American patrons. To receive such 
programs the Waldorf has now in- 
stalled a Western Electric short-wave 
receiver which can be connected to 
any of the circuits of the present dis- 
tributing system. 

Most of the short-wave programs 
are broadcast at frequencies from 6 to 
25 megacycles, corresponding to wave 
lengths from fifty down to twelve 
meters, and it was decided that the 
Western Electric 13A Radio Receiver 
would provide the best quality of 
signal and most general satisfaction 
over this range. This receiver was 
designed for various applications in 
the short-wave field, including avia- 
tion, point-to-point, and ship-to-shore. 


343 


ti H| | |= 
"(| | ag | | | | 


The scope of the receiver may 
be broadened, after purchase, 
by the addition of other units 
as desired. 

Units available are three 
radio-frequency amplifiers, 
each with a different fre. 
quency range, an intermediate 
frequency amplifier, and an 


Fig. 1—H. R. Martin, Superintendent of Com- 
munication at the Waldorf, tunes the short-wave 


receiving unit 


It was first applied to the Caribbean 
radio telephone project, as already 
described in the Recorp*, but has 
since been widely used both at home 
and abroad. As shown in Figure 1, all 
the apparatus is housed in a seven- 
foot cabinet about twenty inches 
wide. The cabinet itself forms the 
back, sides, and top for a number of 
units, each of which has its own func- 
tion and carries its own front panel. 
*REcORD, August, 1933, 375. 
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audio-frequency amplifier and 
power supply unit, as well as 
antenna tuning units, a patch- 
ing panel, and an oscillator 
panel, which allows the set to 
be used for receiving tele- 
graph signals. There is also 
available a panel, used chiefly 
for point-to-point communi- 
cation, which may be em- 
ployed to disable the re- 
ceiver either when no carrier 
is being received or when the 
transmitter associated with 
the receiver is on the air. Of 
these various panels available, 
the installation at the Waldorf 
includes only the audio and 
intermediate-frequency ampli- 
fiers and the three radio-fre- 
quency amplifiers, which are 
sufficient for broadcast recep- 
tion over the frequency range 
from 2.2 to 25 megacycles. 
Such an arrangement will per- 
mit them to receive not only 
all the short-wave broadcasts, 
but many police, aviation, and ama- 
teur radio-telephone channels as well. 

The use of three separate radio- 
frequency amplifiers makes it much 
easier to tune in on a given station 
promptly. Depending on the time of 
day, a broadcast station may employ 
any of several frequencies. If it were 
desired to get a station which used 
either 6, 9, or 15 megacycles, for ex- 
ample, one amplifier could be tuned 
to 6 megacycles, one to g, and one 
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to 15, and all three 
would be connected to 
the intermediate-fre- 
quency amplifier. If 
the station were on the 
air it would be im- 
mediately heard, and 
the two unnecessary 
amplifiers turned off. 
If it had not yet come 
on the air the operator 
would hear it the mo- 
ment it did and would 
not lose the station an- 
nouncement by having 
to tune successively to 
several frequencies. 
The 13A Receiver is 
completely a-c. oper- 
ated: the necessary transformers, 
rectifiers, and filters being incorpo- 
rated in the voice-frequency amplifier 
unit. The signal gathered by the an- 
tenna first enters one of the radio- 
frequency amplifiers where it is ampli- 
fied, passed through a series of selec- 
tive circuits, and is then beat down 
to a frequency of 385 kc.—the fre- 
quency of the intermediate ampli- 
fier.* Here undesired frequencies are 
filtered out by sharply tuned circuits, 
further amplification is obtained, and 


*Suppressor grid modulation is employed. 


CRITICAL FREQUENCY AND HARMONICS 


ANTENNA LENGTHS 
50 METERS 


25 METERS HORIZONTAL, 
12.5 METERS 


100 FEET, VERTICAL 


Fig. 2—The radio-frequency amplifiers incorporate accurate 
gang tuning through a worm drive with a double scale dial 


the signal is detected. The resulting 
audio-frequency signal, which covers 
the band from 40 to 5000 cycles, is 
then further amplified in a suitable 
audio amplifier before distribution 
over the Waldorf system. 
Outstanding features of this re- 
ceiver are the high degree of selec- 
tivity, an electrical and mechanical 
design that insures dependable opera- 
tion as well as high quality reception, 
and a sensitivity that permits good 
reception on signals as low as one 
microvolt. In the radio-frequency am- 
plifiers there are five 
tuned circuits ahead of 
the modulator. These, 
together with the beat- 
ing oscillator, are 
tuned by a six-gang 
condenser operated 
through a carefully 
constructed worm 


en drive, shown in Figure 
0 5 io iS 20 25 curate selection. Fre- 


FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 3—Frequency coverage chart for the Waldorf antenna 


System 
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quencies separated less 
than one-tenth of one 
per cent may be readily 
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Fig. 4—A great-circle chart of the world centered at New York. The paths of radio waves 
coming to New York are straight lines on this chart 


tuned in. In the intermediate-fre- 
quency amplifier, Figure 5, there are 
eight additional tuned circuits. In this 
amplifier there is also a band-changing 
switch which, in the event of bad 
noise conditions, can be used to de- 
crease the width of the audible- 
frequency band and thus reduce the 
interference. Automatic gain control 
is provided, which is particularly im- 
portant for short-wave reception, 
where the variation in signal strength 
with time may be considerable. 

No matter how efficient a radio re- 
ceiver may be, it must depend on the 
antenna to extract the maximum 
amount of energy from the arriving 
signal with the least amount of noise. 
Considerable attention was therefore 


given to the design of an antenna that 
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would best secure these results, and 
at the same time would not mar the 
appearance of the building with tall 
ungainly structures. The multiple- 
doublet arrangement provided serves 
admirably to receive signals over a 
wide range of frequency and direction 
of arrival with a maximum of noise 
elimination. 

When a horizontal wire is exposed 
to a high-frequency electro-magnetic 
field, it acts somewhat as a tuned cir- 
cuit, and a current-measuring device 
placed at the mid-point would show 
maximum current when the length of 
the wire was approximately half the 
length of the radio wave. Such a wire 
differs in action from a tuned circuit, 
however, in responding not only to the 
fundamental frequency but to all odd 
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multiples of this frequency. Thus a 
wire equal in extent to a half wave- 
length of a 3000 kilocycle signal, or 
so meters, would respond to fre- 
quencies of 3,009, 9,000, 15,000, 
21,000 kilocycles, and so on. If such a 
wire is broken at its mid-point and a 
tuned circuit or a transmission line 
leading to a tuned circuit is inserted, 
the resulting arrangement is known 
as a doublet. After the introduction of 
this associated circuit the tuning of 
the wire is only moderately sharp, and 
as a result it responds fairly well over 
a frequency range extending perhaps 
20 per cent above and below the 
various frequencies corresponding to 
the length of the wire. By using 
several of these doublets, therefore, it 
is possible to secure good reception 
over a wide range of frequencies. 

In the Waldorf installation, three 
such doublets are employed, having 
approximate lengths of 12.5, 25, and 
so meters, arranged as shown in the 
illustration at the head of this article. 
This arrangement permits reception 
of all frequencies from 2200 to 25,000 
kilocycles except for a slightly lower 
response over the narrow range from 
3600 to 4800 kilocycles. This low fre- 
quency range is extended and re- 
enforced, however, by using the verti- 
cal lead-in wire from the horizontal 
doublets as a vertical antenna. Such 
an arrangement, with the lower end 
of the vertical antenna connected to 
ground through the coupling trans- 
former, acts as a vertical doublet 
with its lower half buried in the 
ground, and responds to odd multi- 
ples of wave-lengths of four times its 
length. By suitable “loading” the ef- 
fective length of this vertical section 
may be considerably modified and, as 
arranged at the Waldorf, the vertical 
section of about 100 feet which is 
“loaded” by the doublets responds to 
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Fig. s—In the intermediate-frequency am- 
plifier, shown undergoing inspection by 
F. Stevens, Radio Technician of the Wal- 
dorf, the power of the signal is increased a 
hundred thousand million fold 
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frequencies of 800, 2400, 4000, 5600 
kilocycles, etc. By design, however, 
the response of this vertical section to 
frequencies above 6000 kilocycles is 
progressively nullified in the special 
coupling transformer to the radio- 
receiver transmission line. 

The manner of covering the wide 
frequency range by these horizontal 
doublets and the vertical half doublet 
is indicated in Figure 3. Here the odd- 
multiple response frequencies of the 
various antennas are indicated by the 
vertical lines, while the horizontal 
lines indicate the frequency range 
brought in, allowing a 20 per cent 
spread on each side of the multiple 
frequencies. The vertical lead-in con- 
sists of two wires twisted together— 
one wire being connected to each half 
of the horizontal doublets. The cur- 
rent from the horizontal antennas 
comes down one of these wires and up 
the other, thus traversing the vertical 
section in both directions. The current 
induced in the vertical section, how- 
ever, travels in the same direction in 
both conductors. The special trans- 
former at the foot of the vertical lead 
allows both of these currents to be 
fed to the radio apparatus, but shuts 
off the higher frequencies from the 
vertical part of the antenna. 

Most transmitting antennas are ef- 
fectively vertical rods, and the waves 
they emit are vertically polarized— 
providing the greatest effects on 
vertical receiving antennas. In travel- 
ing great distances, however, these 
waves undergo a series of reflections 
between the earth and the ionized 
regions of the upper atmosphere. By 
this multiple reflection their vertical 
polarization is changed to an elliptical 
polarization, with the result that they 
may produce even greater effects on a 
horizontal antenna than on a vertical 
one. For this reason the horizontal 
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structure used at the Waldorf is very 
sensitive to waves coming from fe. 
mote points, where because of the 
great distances involved the greatest 
sensitivity in reception is required, 
This form of antenna will also mini. 
mize interference by nearby stations, 
the waves of which are vertically 
polarized. It happens, moreover, that 
the waves from most man-made 
sources of interference affect a hori- 
zontal doublet much less than a 
vertical antenna. Most of this form of 
interference is at the higher frequen- 
cies and thus does not prove objec- 
tionable over the range from 2000 to 
6000 kilocycles where the vertical 
section of the antenna becomes ef- 
fective. Stations operating at these 
lower frequencies are for the most part 
local, representing mainly police, avi- 
ation, and amateur radio telephone 
channels. These waves retain suffi 
cient of the vertically polarized com- 
ponent to be readily picked up by the 
vertical antenna. 

This multiple-antenna system is 
thus highly suited to picking up high- 
frequency signals coming from great 
distances and lower frequency signals 
from nearby stations, both with a 
large signal-to-noise ratio compared 
to vertical receiving antennas. The 
effectiveness of the antenna is further 
enhanced, however, by taking ad- 
vantage of the directional charac- 
teristics of a horizontal doublet. 
Greatest sensitivity is obtained for 
waves arriving in a direction at right 
angles to the doublet. In Figure 4 is a 
map of the world in gnomonic projec- 
tion centered at New York. The dis- 
tinguishing feature of such a scheme 
of projection is that a line joining New 
York and any part of the world lies in 
the true direction over which radio 
waves would travel. The horizontal 
antenna system of the Waldorf—con- 
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siderably enlarged in scale—is super- 
imposed on this map at New York, 
and it is at once evident that waves 
from most of the international broad- 
cast stations would reach the an- 
tenna from a favorable direction. The 
end-on directions of the antenna are 
toward the South Atlantic and North 
Pacific oceans where there are prac- 
tically no stations, but even end-on, 
the antennas have some response be- 
cause the short-wave signals arrive at 
a slight angle above the horizontal. 

With these facilities the Waldorf is 


now in a position to offer its patrons 


short-wave radio broadcast programs 
of a high order of merit. Short-wave 
stations in London and Daventry, 
England, in Paris, France, in Madrid, 
Spain, in  Koenigswusterhausen, 
Berlin, Germany, at Rome, and in the 
Vatican, can be as readily heard as 
local broadcast stations under favor- 
able conditions. Even the short-wave 
stations in remote locations such as 
Moscow, Tokyo, Rabat in Morocco, 
Melbourne in Australia, and the 
various South American stations will 
at times be available for instruction 
and amusement. 


The Faraday Medal, Thirteenth Award, presented to Dr. Frank B. Fewett by the 
Institution of Electrical Engineers, London, England, on May 2, 1935 


Holding the Ticket 


By J. M. PEABODY 
Telephone Apparatus Development 


PERATORSatthe“‘A”’switch- 
board of a central office com- 
plete toll calls to a number of 
nearby communities, without passing 
them through the regular toll office. 
Information pertaining to the call, 
such as names, numbers, and dura- 
tion of the call are recorded on toll 
tickets, small slips of paper supplied 


Fig. 1—The 114 ticket holder with a pad in 
position shown in phantom which makes 


clear the arrangement of the two major parts — 
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to the operator in pads. For rapid and 
efficient operation, it is necessary to 
provide some device to hold this pad 
in place so that the operator can 
write on it or remove a filled ticket 
without having to hold the pad with 
her other hand. 

Such pad holders have been in use 
for many years, but a new holder has 
recently been made available, which 
through a very simple and effective 
design holds the pad firmly without 
damaging it, and also prevents the 
tickets from being blown by drafts. 
Its construction, indicated in the 
illustrations, greatly facilitates the in- 
sertion and removal of the pads. The 
holder consists of a hinged and a float- 
ing section. The vertical part of the 
hinged section slips in a. fitting fast- 
ened to the key-shelf, while the sloping 
section of the same part, which forms 
the main rest for the pad, slips be- 
tween the pad and the cardboard 
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back. A spring in the hinge holds the 
pad firmly in place. The floating sec- 
tion carries the side and foot supports 
for the pad, and also a small tab that 
holds the top of the pad down. The 
weight of this part hangs on this tab, 


but is restricted to vertical motion of a 
limited amount by slots in the two 
side flanges. This construction while 
simple to manufacture and easy to as- 
semble performs its functions with re- 
markable effectiveness. 
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technique, and their application in cable 
carrier and coaxial systems. 
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gree in electrical engineering from Purdue 
University in 1922, and immediately 
joined the technical staff of the Lab- 
oratories. Here, with the Transmission 
Engineering Department, he acted as a 
consultant to the local systems group on 
transmission practices. While here he 
received an E.E. degree from Purdue 
and also took post-graduate work in 
electro-physics at Columbia University. 
In 1928 he transferred to the radio de- 
velopment group where his work, except 
for some radio interference studies, has 
been on radio receiver development. 


J. R. Haynes received the degree of 
B.S. in Physics from the University of 
Kentucky in 1930, and at once joined the 
Technical Staff of the Laboratories. Here, 
as a member of the Physical Research De- 
partment, he has been engaged in the 
study of microphonic action. The forces 
and displacements occurring in a micro- 
phone are of extremely small magnitude, 
and their measurement has required the 
design and construction of exceedingly 
refined apparatus. Mr. Haynes has been 
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primarily responsible for the provision of 
measuring apparatus that has greatly 
facilitated the gathering of satisfactory 
data on microphone action. 


AFTER ATTENDING the University of 
Pennsylvania, John M. Peabody served 
in the United States Army for two years 
during the war. In Ig19 he joined the 
Engineering Department of the Western 
Electric Company, and after a short time 
spent with the Drafting and Specification 
Departments, he transferred to the Ap- 
paratus Design Department. Here he has 
since been actively engaged in the de- 
velopment of keys and miscellaneous ap- 
paratus used on manual switchboards. 


F. E. Farrcuitp received the E.E. de- 
gree from Cornell University in 1921, and 
at once joined the D. and R. Department 
of the American Telephone and Tele- 
graph Company. He was first located at 
Phoenixville, Pennsylvania, where he 
spent several years in open wire trans- 
position and cross-talk studies. He then 
returned to New York and engaged in the 
design of transmission measuring appa- 
ratus. He continued this work until he 
left the Bell System about the first of this 
year to enter business for himself. 
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